Meloni Wray <mwray@cravencountync.gov> 


Craven 


MaiC 


OnTime Notification: Incident Number [#NCSBE-41955] Closed 


lncident.SEIMS@ncsbe.gov <lncident.SEIMS@ncsbe.gov> Tue, Nov 6, 2018 at 10:33 AM 

To: nnwray@cravencountync.gov 

This OnTime incident has now been closed. 


NCSBE-41955 | [External] precinct displaced - 
voter lines are iong 

Point of Contact 

Meloni Wray (CBE: Craven) 

Reported Date 

11/6/2018 

Completion Date 

11/6/2018 

Closure Code 

Resolved 

Resolution 

Kim and Veronica provided guidance. See comments. 


CAUTION: External email. Do not click links or open attachments unless verified. Send all 
suspicious email as an attachment to Report Spam. 


Please call me as soon as you can- 

I am having a problem with a Precinct that was displaced. 

Meloni M. Wray, CNCEA, CERA 
Director of Elections 
Craven County Government 
406 Craven Street 

D^Qf'rintion New Sern, NC 28560 

Office: 252-636-6610 ext.2700 
Fax: 252-636-6687 
Cell: 704-473-8901 
mwray(g)cravencountync.gov 

"Democracy only survives if citizens and voters feel that the process is just and allows 
all of us to express our viewpoints through our ballots." Doug Lewis 


iifCRAVENSTRONG 


E-mail correspondence to and from this address may be subject to the 
North Carolina public records laws and if so, may be disclosed. 


https://ot.ncsbe.gov/Ontimeportal/Viewltem.aspx?type=incidents&id=45226&notification=true&force_use_number=false 







